20                           INDUSTRIAL  USES  OF WATER.
still in which the heating power is supplied by the waste steam of
the engines. Under these circumstances the water introduced intc*
the retort to be distilled is sea water pure and simple.
By this plan the carrying over of fatty matter is absolutely
obviated; bat the retort must be cleared of solid matter at regular
and frequent intervals.